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EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, PL, US 

SUBJECT: US INSTRUMENTATION RECORDER TO POLAND - IL 

1572 

REF: A) COCOM DOC (74)2183 
B) OECD PARIS 28396 

IN REPLY TO INQUIRY PARA. 3 REF. B, USDEL MAY STATE THAT 
THE PR 500 INSTRUMENTATION RECORDER MEETS ALL OF THE 
TECHNICAL SPECIFICATIONS OF THE ADMINISTRATIVE NOTE (NOTE 
2(B) TO IL 1572) WITH THE EXCEPTION OF THE RECORDER'S 
FIXED HEADS BEING 150 KHZ RATHER THAN 100 KHZ AS SPECI- 
FIED IN THE NOTE. THE CONSIGNEE PRODUCES SOME RECORDERS 
AND RELATED PRODUCTS AND WOULD OBTAIN THE SUBJECT RECORDER 
ON LOAN FROM TE U.S. APPLICANT FOR ABOUT SIX MONTHS FOR 
EVALUATION PURPOSES AND SHOULD THE CONSIGNEE DECIDE 
TO PURCHASE THE RECORDER, IT WOULD BE USED FOR DEMONSTRA- 
TION AND FOR TESTING IN ITS FACTORY SCHOOL FOR METROLOGY. 

THE PR 500 INSTRUMENTATION RECORDER WAS PREVIOUSLY 
APPROVED FOR EXPORT TO BULGARIA FOR USE IN MEDICAL RE- 
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